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On U. S. Highway 66 West 
Elk City, Okla. 

Phone: 1014 

Tile Bath, Carpeted Floors, Air Conditioned, 
Individual Automatic Furnace Heat. 

Mr. and Mrs. L. V. Stafford, Prop. 
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